Christ's Church of Cooperstown underwent im-
portant alterations. Its entire interior was re-
moved and replaced by native oak. As vestry-
man Mr. Cooper was prime mover and chairman
of the committee of change, and hearing of the
chancel screen in the old Johnstown church, first
built by Sir William Johnson, he took a carpen-
ter and went there to have drawings made of
this white-painted pine screen, which at his own
expense he had reproduced with fine, ornamental
effect in oak, and made it a gift to Christ's
Church. It was removed from Christ's Church
about 1891, badly broken and abandoned. This
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